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An esthetic appliance for the management of crown- 
root fracture: a case report 



Sang-Min Jeon, Kang- Orthodontic extrusion is usually performed by means of a fixed orthodontic appliance 

Hee Lee Bock-Young ^ at utl '- lzes arc h wire attached to adjacent teeth and transfers the desired force by 

* ' elastic from the wire to the root. However, clinicians often encounter cases where 

" the bonding required for tooth traction is not possible because the adjacent teeth 

have been restored with ceramic or veneer. The purpose of this case report is to 
Department of Advanced General describe a modified orthodontic extrusion appliance that is useful when conventional 

Dentistry, Yonsei University College _ Ll , _ ^ . .. . _. . ■• r ■ • _i 

of Dentistry, Seoul, Korea orthodontic treatment is not possible. The modified appliance was fabricated using an 

artificial tooth, clear plastic sheeting, and a braided fiber-reinforced composite strip 

that covered adjacent teeth without bonding. It satisfied the esthetic and functional 

needs of the patient and established the optimal biologic width. (Restor Dent Endod 

2014;39(3):226-229) 
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When an anterior tooth is fractured at the level of the osseous crest due to severe 
dental caries or trauma, a clinician can be confronted with a dilemma in choosing the 
best treatment among the various options with respect to prognosis and esthetics. 1,2 In 
such cases, surgical extraction followed by an implant restoration or fixed prostheses 
can be considered. On the other hand, the advantages of saving the fractured tooth 
include a simpler procedure, a conservative approach, achievement of the desired 
esthetic outcome by preservation of the alveolar bone, and a reduction in time-related 
cost. 3 

The ferrule effect over sound dentin for the fractured tooth can be achieved in several 
ways, including surgical extrusion, crown lengthening, and orthodontic extrusion. 
Among these treatment options, orthodontic extrusion is the most common treatment 
because of its simplicity, non-invasiveness, low incidence of relapse, better prognosis, 
and good esthetic outcome. 4 

Conventional orthodontic extrusion, first introduced by Heithersay, uses the 
adjacent teeth as the anchor for the traction force that occurs after attachment of 
the orthodontic device. 5 However, a clinician can encounter a situation where such 
bonding is not available because the adjacent teeth have been restored with ceramics 
or veneers. Bonding to ceramics is possible, but the ceramic prostheses may chip or 
fracture and the bonding strength may not be sufficient to resist the force of traction. 6 

The purpose of this report is to describe a modified appliance for orthodontic 
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extrusion of a fractured tooth in cases where a 
conventional orthodontic extrusion appliance application 
is not possible due to ceramic restorations of the adjacent 
teeth. This modified design should be developed so that it 
does not interrupt oral function and so that it concurrently 
satisfies the esthetic desires during the forced eruption 
period. 

Case report 

A 20-year-old woman presented to the Department 
of Advanced General Dentistry, Yonsei University, with 
chronic gingival swelling and bleeding on the left central 
incisor. A periapical radiograph of the left central incisor 
showed the level of tooth structure was approximately 
equal to the osseous crest and so was insufficient for 
restoration without invasion of the biologic width (Figure 
1). Orthodontic forced eruption followed by single ceramic 
restoration treatment was determined on the basis of 
esthetic and economic considerations. 

After careful bridge cutting and removal of the crown on 
the left central incisor (Figure 2), periodontal treatment 
was performed. A temporary crown with a post was set 
after the condition of the previous root canal treatment 
was evaluated by an endodontist. However, considering 
the adjacent ceramic crowns, conventional methods of 
forced eruption had an increased risk of ceramic damage. A 
modified appliance needed to be fabricated. 

In the laboratory, an artificial tooth was set on the left 
central incisor area on the model and a clear appliance was 
fabricated using a plastic sheet (Bioplast, Scheu-Dental 



GmbH, Iserlohn, Germany) in the anterior teeth area. The 
artificial tooth was removed from the clear appliance and 
trimmed to leave only the labial shell. The labial shell of 
the artificial tooth was attached inside the clear appliance 
for esthetic maintenance. A window was formed on the 
palatal side of the left central incisor area of the clear 
appliance. A braided fiber-reinforced composite strip of 
2 mm in diameter (Fiber Force, Synca, Le Gardeur, QC, 
Canada) was bonded to the inner surface of the window as 
a scaffold to increase the strength of the anchor (Figure 3). 
An elastic thread was engaged to the loop wire in the root 
and the horizontal bar of the clear appliance, and activated 
with a 50 g force after a piece of wire (0.032 inch in 
diameter) ending in a loop was affixed to the prepared 
root using glass ionomer cement (Figure 4). The occlusal 
interference due to the appliance was controlled by cutting 
the plastic sheet on the contact area of the centric stops. 
To avoid food impaction or foreign body entrapping, the 
window was covered with temporary filling material leaving 
the tooth space empty (Figures 5 and 6). 

The amount of tooth movement was 1 mm after 1 week, 
and 2.5 mm after 2 weeks, and the necessary movement of 
the tooth (approximately 3.5 mm) to achieve the biologic 
width had been attained after 3 weeks (Figure 7). A two- 
month retaining period and gingivectomy was planned 
along with careful periodontal hygiene control, and a new 
ceramic crown was fabricated on the tooth in concern 
(Figure 8). The functionality and periodontal support of the 
restoration have been maintained in good condition for 2 
years (Figure 9). 




Figure 1. Periapical radiograph of the Figure 2. Subgingival fractured left Figure 3. Palatal view of the braided 
left central incisor. central incisor and inflamed condition fiber-reinforced composite strip 

of gingiva. bonded inside the clear appliance. 
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Figure 4. Elastic thread engaged Figure 5. Temporary material covering Figure 6. Labial aspect of a modified 

between the loop wire of the root the window of the palatal surface, appliance, 

portion and the fiber-reinforced leaving the inner space empty, 
composite strip. 




Figure 7. Three weeks after forced Figure 8. Labial aspect of the Figure 9. Labial aspect of the 

eruption, a 3.5 mm eruption for porcelain-fused gold restoration at restoration at 24 months, 

biologic width was achieved. delivery. 



Discussion 

Orthodontic extrusion is one of the best conservative 
treatment options for compromised biologic width cases. 
This approach typically uses wires and orthodontic devices 
attached to the adjacent teeth. 7 In the present case, a 
conventional orthodontic device could not be bonded 
because of the adjacent zirconia-ceramic prostheses, which 
were at risk of chipping and fracture, and which had low 
bonding strength to sustain traction force. 8 

Modifications of the extrusion appliance for compromised 
teeth with inadequate biologic width include removable 
appliances, such as the flipper type and the partial anterior 



occlusal splint using elastic threads for drawing the cast 
metal post and core with two supporting retentive rods, 
and fixed appliances including the clasp and rest types. 9 " 11 
These appliances do not need bonding to adjacent teeth, 
but may cause damage to adjacent teeth in the form of 
chipping or fracture, and do not satisfy esthetic needs. 
Another method is the use of a fiber-reinforced composite 
with bonding. 12 This method is simple, esthetically 
pleasing and time-saving. But it needs adjacent natural 
teeth for bonding. Each of these reported modifications 
had limitations in its application to the present case with 
respect to esthetics, technique and cost. 
In this case, a clear appliance over the adjacent teeth 
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was used to establish an anchor of sufficient strength. 
The strength was reinforced by scaffolding using the fiber- 
reinforced composite. To improve the esthetics during the 
traction or retaining period, the labial shell of the artificial 
tooth was attached to the inner labial side of the clear 
appliance. A beam made in the fiber-reinforced composite, 
crossing over the space of the root rest between the two 
adjacent teeth, acted as the main anchor to draw the 
fractured tooth. The clear appliance could not be delivered 
without occlusal interference, which was controlled by 
removal of the area of centric stops by making a hollow 
in the plastic sheet. This appliance and technique 
incorporated some modifications and provided adequate 
esthetics, function, and stability. 

Conclusions 

When forced eruption is considered for a tooth that is 
structurally compromised due to trauma, the treatment 
option that is chosen depends on the conditions of 
periodontal support and of the adjacent teeth, the material 
of restoration, and so on. Therefore, a modified approach 
has been developed. 
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